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BILL NO. s-74-05-c^c2 


SPECIAL ORDINANCE NO. S- 


7f-7/ 


AN ORDINANCE approving a contract with GRAYBAR 
ELECTRIC COMPANY for materials for street 
lighting 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. The contract dated April 22, 1974, between the City of 
Fort Wayne, by and through its Mayor and the Board of Public Works and GRAYBAR 
ELECTRIC COMPANY, for: 


Aluminum Pole, Anchor Base and Fixtures 
for Light Construction 


$15,377.00 


all as more particularly set forth on City Utilities Purchase Order No. 4110, which 
is on file in the Office of the Department of Purchasing and is by reference incorpor¬ 
ated herein, made a part hereof and is hereby in all things ratified, confirmed and 
approved. 

SECTION 2 . This Ordinance shall be in full force and effect from and 
after its passage and approval KTr 





















• * 


4 * . r 


Read the first time in full and on motion by . - £■ O seconded 


by 


and duly adopted, read the second time by title and referred 

—* O - - 


<S^/1 t'J 


to the Committee on 


7 


_(and-tfee—City PI an 


G oT nm i . ssinn for recomme n dation) a n d - Publi - c Hearing to be held after due legal notice, 
at the Council Chambers, City-County Building, Fort Wayne, Indiana, on 
the""’ - 


__ d ay of ________ 

o' cTocU"P7M.7E.S.T. 

Date; ' 7 </ 


197. 



Read the third time in full and on motion by 


seconded by_ 


O. 



CITY CLERK 


Passed (LgSP) by the following vote 

a 


and duly adopted, placed on its passage. 


AYES 


WAYS 


Q 


BURNS 

04- 

HINGA 


KRAUS 


MOSES 

NUCKOLS 

07 

SCHMIDT, D. 

/9c 

SCHMIDT, V. 

oo 

STIER 

(X 


' "O" 

TALARICO 

07- 


ABSTAINED 


ABSENT 


to-wit: 


DATE: 





CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indi ana , 

as (Zoning Map) (General) (Annexation - ) (Special) (Appropriation) Ordinance 
(Resolution) No. <zd ~~ 7/y < on the ,Q day of , IS 

ATTEST: (SEAL) 






day of 


CITY CLERK ~ -. 

Presented by me to the Mayor of the City of Fort WaynS* Indiana, JMi 'fohe y ^ 

_ 197 _t: • ™s«aaE 



M.,E.S.T, 



m7 - - -- . /y o'clock 

8 *• A S4, r 


Approved and signed by me this 
at the hour of_ o’ clock 





day of 


M..E.S.T 


197 j , 

















































































Bill No. S-74-05- ?? _ 

REPORT OF THE COMMITTEE ON CITY UTILITIES • 

We 3 your Committee on _ City Utilities _ to whom was referred an Ordinance 

approving a contract with GRAYBAR ELECTRIC COMPANY for materials 

for street lighting 



">\KbD 


^' 7 cL? NCU 

w . w btkman , Clry ct£RK 



































jp«g % 


THE CITY OF FORT WAYNE 

board of public works 





April 23 a 1974 


The Common Council 
Fort Wavne s Indiana 

Gentlemen and Mrs. Schmidt: 

Attached is copy of City Utilities purchase order for the purchase of 
materials from Graybar Electric Company to be used by Light Construction 
for street lighting. Total of purchase order is $15,377.00. 

Due to the long lead time, the Board of Works requests a "Prior 
Approval" of this purchase order. 

Purchase order will be sent to Council Tuesday, May 14th for formal 
approval. 


JDB/ss 

Attachments 
















A ©OTtf ®F EFC3DD81J WIMUM 
SSTY OT0I.IT8ES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY— COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


ORIGINAL 

PURCHASE ORDER NO. 


4110 


This number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 


r 


L 


Graybar Electric Co. 

5 425 5is t rib u tio n Drive 
Ft. gfayne, Indiana 


r i j ' n t /-"h 

• O l"l I r i w 



Light Construction 
1701 S. Lafayette St 
Ft. Wayne, Indiana 


C\V( UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY- COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


QUANTITY 

RECEIVED 


QUANTITY 

ORDERED 


DESCRIPTION 


A-2643-/240/IOOOwH/NA 

50’ Aluminum Pole with 50-86 AI foy Kaiser 
Anchor Base 83-I 90-i3443-35 


Fixtu re 
Fixture 
Fixture 
Fixture 
F i x + u r e. 
FT xtu re 
F i xt u i'e 
Fixture 
F i x t u r e 


#AA-9 454/ I / i 3/3RZ/ I 7514 
ABAC- I 9 I 3/208/400HPS/BRA 
t'AEE- I 92-B-3/203/403HPS/BRA 
t ACE- I 9 2 - F/ 20 3/ 4 30HP S/ B RA 
/A 0 E-2 6 2-F/2 0 3/I000HPS/BRA 


AA-9 4 34/I/I8/BRZ/I 7 
.3 74.00 UP 


ABAC-I 9 I 3/2 u a/ 
A D E - 2 6 2 - F / 2 0 c 


3/1 


!RA 


/I 


n nLa-ISa-r 


/' 


J ,•) 

3 0 HP 


IPS/BRA 


;/3 R i 


To- 


I Lot Cot 


Delivery: 6-3 .leeks; rreig: 


owe a 


! i ir 

1 l c ‘_ 


‘0 C0 U.il 


: . i 


OVAL 


ACG’T. OR 
W.O. NO. 


E- 5 QQ I 


UNIT PRICE 


a 15,377 


'EM 

Send all Tnvrftcos to Q 
4th Fly or, City-* 

i e. hv. 


' i-J i 


snera! Accounting 
iounty BRi'C 
i St. | 
iana 468b VI 


NS 


ur ,-ga c p 





00 


- ■ • 

- XT^ ' 

>/!/ 

,7 



CITY UTILITIES PURCHASING AGENT 


sijauso'r to■ conditions on reverse side 


rO*N U -55 





















































H o 


COPIES TO: 


Ism ©rand urn 


i 

i 


To BOAI'D ce _ 

From furchasi r<» Departnien 
Subject iv-rchase Order 


Date April 22, 


he quotations listed below were received for the 
ardco manufactured items pertaining to purchase 
ord er k ii 0 : 


Centra 1 

Supply 

516,7^7.^5 

6-8 

xv a ok s 

Griffin 

Electi'i c 

CIS, 2k0 .00 

6-8 

Keeks 

Graybar 

Electric 

015,377.00 

6-8 

weeks 

All Pha 

se Electric 

315,965.00 

6-10 week 

National Mill Supply 

315,380.00 

CO 

1 

VC 

weeks 


j 

i 


j 


P O'* U-S? 















DIGEST SHEET 




Admn. Appr. 



TITLE OF ORDINANCE: city Utilities P.0. #4110 to Graybar Electric Co. - Street L ighting 

DEPARTMENT REQUESTING ORDINANCE: Board of Public Works _ 

SYNOPSIS OF ORDINANCE: Request approval of City Utilities purchase order to 
Graybar Electric Company in total amount of $15,377.00 Tor the purchase of 

materials to be used bv Light Construction for street lighting, 

(SFF PRIOR APPROVAL LETTER ATTACHED). 


EFFECT OF PASSAGE: V/i 1 1 have materials in inventory for street lighting project . 


EFFECT OF NON-PASSAGE: _j 5 /jjj_ j 3 Qi_Jhayfs-m ateria 1 _in. stock, 


MONEY INVOLVED (Direct Costs, Expenditures, Savings): 

Cost to City Utilities: $15,377-00 





































